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3 This rating is applicable when the duration of the voltage pulse-does 
not exceed 15 per cent of one horizontal scanning cycle. Ina 525-1ine, 
30-frame system, 15 per cent of one horizontal scanning cycle is 10 
microseconds. 

k The dc component must not exceed 600 volts. 

c The dc component must not exceed 100 volts. 

^ Without external shield. 

e Socket terminals 5.6.8 and 9 should not be used at tie points. 

^ As described in "Standards of Good Engineering Practice Concerning 
Tevelision Broadcast Stations," Federal Communications Commission. 
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